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1. Since August 1953 there has been standing on the hill at trigonometric point 226, 
north of the Rust-St. Margarethe road a Russian radar station. 

2. The apparatus stands on a four-axled truck about as high as a man's shoulders 
and is itself 7 to 8 a high. 

3. It turns through 360 degrees, taking not over four seconds to make a complete circuit. 

4. In the center of the truck there is a cylindrical body. Around it swing two arms, 
mounted opposite each other. The arms consist of small metal strips, set a short 
distance from each other. One of the arms Is set at 45 degrees to the floor of 
the truck, the other is horizontal. The apparatus turns automatically. 

5. Between the radar station and the road are two small barracks. The fhole station 
is surrounded by barbed wire and closely guarded by soldiers with light blue 
shoulder boards. 


6. The apparatus is supplied with electricity by the Austrian electric company. 
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1 since August 1953 tbsrs has baan standing on tha hill at trigone trio point 226, 
north of tha Rust -St. Ilirgaratha rosd a Russian radar station. 

2. Tha apparatus stands on a four-axlad truck about as high as a nan's shoulders 
and is itsalf 7 bo 8 n high. 

3. It turns through 360 degress, taking not over four seoonde to asks a oonplats circuit . 

4 In tha eantar of tha truok thara is a cylindrical body. Around it awing two a ms, 

' nounted oppoaita as oh othar. Tha arna eonsiat of snail natal strips, sat a short 
distance fron aaoh othar. Ona of tha arna la act at 45 degrees to tha floor of 
tha truok, tha othar la horiaontal. Tha apparatus turns autonetically. 

c Between tha radar station and tha road are two snail barracks. Tha f hole station 
is surrounded by barbed wire and olosaly guarded by soldiers with light blue 
shoulder boards. 

6. Tha apparatus is supplied with eleetrioity by tha Austrian alaetric conpany. 

- end - _ 
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